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September 3), the currents distribute themselves in the two branches so as nearly to neutralize one another's magnetizing-power: and this requires that the current in the single wire should be of about twice the magnitude of the current in the double wire, and in the opposite direction. If we call these currents 2 and —1, the current in the mains must be + 1.
